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SUNDRY TARIFFS: WATER AND SANITATION 

A WATER 


REF 

DESCRIPTION 

2016/2017 

2017/2018 

% INCREASE 

1 

For provision of 20mm water meter connection, 
Fire and other Connections not specified: 

Cost + 25% 

Cost + 25% 


2 

For the moving on the same line or removal at 
the request of a consumer, any household 
meter supplied by the Council: 

R1731.35 

R1836.96 

6.1% 

3 

For any moving or removal, at the request of a 
consumer, of a meter supplied by the Council: 

Cost + 25% 

Cost + 25% 

6.1% 

4 

For the testing of a water meter supplied by the 
Council: 

R1106.21 

R1173.69 

6.1% 

5 

For the testing of private water meters and for 
any special test: 

Cost + 25% 

Cost + 25% 

6.1% 

6 

For rental of a portable meter, per month: 

Based on the replacement cost for an 80mm 
potable water meter with an average lifespan of 

5 years. 

R199.38 

R211.54 

6.1% 

7 

Deposit for a potable water meter: 

15mm diameter 

R3426.46 

R3635.47 

6.1% 

8 

Deposit for a portable meter: 

80mm diameter: 

R12721.26 

R13497.26 

6.1% 

9 

For the failure to return a portable meter: 

Double the monthly rental rate plus deposit 

R402.12 

R426.65 

6.1% 

10 

Unnecessary call-out charges: 

R441.59 

R468.53 

6.1% 


B SANITATION 


REF 

DESCRIPTION 

2016/2017 

2017/2018 

% INCREASE 

1 

For the removal of contents of septic tanks by a vacuum 
tank vehicle, on a regular basis, or on application, within 
the municipal area, per vacuum tank vehicle or part 
thereof 

Cost + 25% 

Cost + 25% 


2 

For the removal of the contents of business and industrial 
conserving tanks by a vacuum tank vehicle, on a regular 
basis, or on application, within the municipal area, per 
vacuum tank vehicle or part thereof 

Cost + 25% 

Cost + 25% 


3 

Notwithstanding the amounts mentioned in sub items (1) 
and (2), removal of contents, the following amount shall 
be payable for the discharge of the contents of a 
conserving or septic tank in the Council’s sewer system, 
per kilolitre or part thereof 

R5.76 

R6.11 

6.1% 


9 
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REF 

DESCRIPTION 

2016/2017 

2017/2018 

% INCREASE 

4 

Disposal and treatment of chemical toilet waste: Per kilo- 
liter or portion thereof 

R28.59 

R30.33 

6.1% 

5 

For the supply of treated sewage effluent for gardening 
or farming purposes, per kilolitre or part thereof: 

R2.95 

R3.13 

6.1% 

6 

For decomposed sewage sludge - One ton 

R39.60 

R42.02 

6.1% 

For decomposed sewage sludge - Above one ton to 
three tons 

R98.94 

R104.98 

6.1% 

For decomposed sewage sludge - Above three tons to 
six tons 

R177.92 

R188.77 

6.1% 

For decomposed sewage sludge - Above six tons 

R316.46 

R335.76 

6.1% 

7 

Sealing of opening, when a drainage installation is 
disconnected from a sewer, per opening 

Cost + 25% 

Cost + 25% 

6.1% 

8 

Additional connections to mid-block sewers and sewers 
adjacent to side or street boundaries per properties 

Cost + 25% 

Cost + 25% 

6.1% 

9 

Connections involving street crossings 

Cost + 25% 

Cost + 25% 

6.1% 

10 

Unnecessary call-out charges 

R404.40 

R429.07 

6.1% 

11 

Industrial Effluent Charges: 

See formula 

below 



Industrial Effluent Charges for 2015/2016 

Treatment Charge T i : 

C f Q, Y ,(COD i ( P, ) / N, \ 

' {COD,) UJ UJ 

f ss i 
l SS,)_ 


With minimum charge ( 

:/kl whichever is the highest 


Where, 

C = Actual annual operational cost of the Council’s Water Treatment Plant/s (Leeuwkuil, Sebokeng and 
Rietspruit) 

Q. = Sewage flow originating from the user in megalitres per day determined for the relevant month 

Q { = Annual total sewage inflow to the Council’s Water Treatment Plant/s in kilolitre per day = 162 Ml/day 
(Leeuwkuil, Sebokeng and Rietspruit) 

COD , = Average chemical oxygen demand of the settled sewage originating from the user in milligrams per 
litre determined for the relevant month 
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DESCRIPTION 


2016/2017 


2017/2018 


REF 


% INCREASE 


COD\ = Annual average chemical oxygen demand of the settled sewage in the total inflow to the Council’s 
sewage disposal system in milligrams per liter = 436.35 mg/I 


P j = Average Ortho-phosphate concentration originating from the user in milligrams phosphorus per liter 
determined for the relevant month 

P t = Annual average Ortho-phosphate concentration of the sewage in the total inflow to the Council’s 
sewage disposal system in milligrams phosphorus per liter = 4.73 mg/I P 

N t = Average ammonia concentration originating from the user in milligrams nitrogen per liter determined 
for the relevant month 


N, = Annual average ammonia concentration of the sewage in the total inflow to the Council’s sewage 
disposal system in milligrams nitrogen per liter = 30.69 mg/I N 

SS, = Average suspended solids concentration originating from the user in milligrams per liter determined 
for the relevant month 


SS, = Annual average suspended solids concentration of the sewage in the total inflow to the Council’s 
sewage disposal system in milligrams per liter = 210.61 mg/I 

a = Portion of the fixed cost of treatment = 0.29 

b = Portion of the costs directly related to the removal of chemical oxygen demand = 0.26 
c - Portion of costs directly related to the removal of phosphates = 0.16 
d = Portion of the costs directly related to the removal of ammonia = 0.15 
e = Portion of the costs directly related to the removal of suspended solids = 0.14 
Non Compliance Charge NCC : 
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Monthly Industrial Effluent Charge = T i + NCC 
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